THE CATHEDRAL OF ST. BASIL

H. J. Shepstone.
This is an outstanding building of Moscow, the Cathedral of St. Basil, and one of the
most picturesque churches in the whole world Internally the Cathedral is divided into eleven
separate chapels, and there are no fewer than twelve domes, all of varying form. Colour plays
a great part in the ornamentation of the domes, and they exhibit all the shades of the rainbow.
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